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_ G sneral Correspondence No. 88 


f ebruary 16, 1970 
BY CERTIFIED MAIL 


Dr* James J. Humes, M.D. 

Vice President of Medical Affairs 

Saint John Hospital 

22101 Moross Road 

Detroit, Michigan 

48236 

Dear Dr. Humes i 

Thankyou for your letter of 10 February. 

As you nay have guessed, my inquiry is about the 
autopsy findings of President John F. Kennedy. 
Because of the controversy that has arisen in 
regards to the Presidents wounds, I wish to 
state that it is not my purpose to embarrass or 
accuse anyone. I have studied your hand-written 
^ athol °Sical examination Report and 
the ■ 19o8 PANEL REVIEW OF PHOTOGRAPHS. X-RAY 
E°CUMZNTS AND OTHER EVIDENCE PERTAINING 
Tw THE FATAL WOUNDING OF PRESIDENT JOHN F, KENNEDY 
ON NOVEMBER 22, 1963 IN DALLAS TEXAS” » There are" 
several points I would like to discuss with you. 

For the most part, the findings of the original 
autopsy and those of the 1968 Review Panel are 
in agreement. However, a cornolete study of the 
several reports and of the available evidence 
in the Hearings of the "Warren feommision indicates 
that some ciarrficatxcn is necessary. For instan- 
ce, the FBI report or O'Neil and Sibert of 11/26/63 
states that you determined the angle of enrty of 

W ° Und t0 be between 45-60 degrees down- 
ward^, In a letter from Dr„ Russell Fisher of the 
-anei , he stated to me, " we were able to calculate 
. ^ a..g_s this track from the comparison of 

various photographic views of the Presidents body 
and are convinced that it was between 10 and 20 
degrees rather than 45 degrees'.' This would change 
the point of origin for the shot. 

In the Panels report, it is stated that a 13x20mm 
gray-Drovn rectangular structure was located at 



